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INEO SECDEF WASHDC 

CONFIDENTIAL USNATO 06036 

E.O. 1 1652: GDS 
TAGS: NATO 

SUBJECT: PROPOSED PRESS RELEASE POR EXERCISE "COLD FIRE 
78" 


REF: BRUSSELS BE 5870 (CITE NUMBER 433/78) DTG 09I5I3ZJUN78 

1 . FOLLOWING NORMAL PROCEDURE, CHAIRMAN OF POLITICAL 
COMMITTEE HAS REQUESTED SILENT PROCEDURE APPROVAL BY 
POLADS OP DRAPT PRESS RELEASE FOR "COLD FIRE 78" 

EXERCISE (REFTEL) BY COB JUNE 30. 

2. ACTION REQUESTED: GUIDANCE. BENNETT 


CONPIDENTIAL 
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